
Kennedy Family Insisted 

< ,?V a J8^ Autop!y 

LOS ANGELES, June 12 (UPI) 
—More than 12 hours before 
he died, the family of Senator 
Robert F. Kennedy told offi- 
cials here they wanted a thor- 
ough autopsy performed to 
ivoid the kind of controversy 
;hat surrounded the death of 
President Kennedy. 

District Attorney Evelle J. 
younger declared today that 
num bers of the KenaedyJam:. 


uiv nciu mi^Tl that the, Sena- 
Jfor was d ying aha ha a met 
f Dl ■fMlUll'f IW 1 WdSucnr, 

ITgfgftM-. 

surgery at G o 
fimB Briint* n. 

"The "Kennedy ‘ family want- 
led it made clear that a com- 
Jplete autopsy be made,” Mr. 
younger said. 









